MEMORANDUM OF AGREEMENT 
BY AND BETWEEN 

GLASSBORO MECHANICS DEPARTMENT 
AND 

UFCW LOCAL 1360 


The current Collective Bargaining Agreement between the parties dated January 1, 2007 
through December 31, 2009, shall remain in full force and effect, except as modified 
below: 

Appendix B - Mechanics - Classification and Salary Scale 


Add: 

Classification - Lead Mechanic 


Step 1 Step 2 Step 3 Step 4 Step 5 


Lead Mechanic 2007 

3.5% 


26.67 

27.45 

28.26 

29.10 

29.96 

Lead Mechanic 2008 

3.5% 


27.61 

28.41 

29.25 

30.12 

31.01 

Lead Mechanic 2009 

3.5% 


28.58 

29.41 

30.28 

31.18 

32.10 


BOROUGH OF GLASSBORO 


UNION 


Dated: 


Dated: 




